Brief comment text:

I heavily use Meshtastic LoRa on the 900Mhz spectrum.  It is my understanding that the new spectrum allocation will have negative effects on the Meshtastic community and possibly cripple the network.  I am in opposition to any changes that interfere with the current frequency setup.
